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JERALD HAMILTON will be presented in an organ recital at The Cleveland Museum 
of Art in the Gartner Auditorium on Friday, December 10, 1976 at 8:30 p.m, 

Mr. Hamilton is Professor of Music at the University of Illinois at Urbana- 
Champaign. He is a native of Wichita, Kansas and a graduate of the University 
of Kansas. Recipient of a Fulb right grant for organ study with Andr£ Marc ha 1 
in France, Mr. Hamilton served as organist for the Choeur Philharmonique de 
Paris and for the American Church as well as the American pro-Cathedral of the 
Holy Trinity in Paris. An extension of the Fulbright appointment made further 
study possible at King's College, Cambridge and the Royal School of Church Music 
in Croydon. He has also studied in this country and Europe with Catharine Crozier 
and Gustav Leonhard t. 

His holiday program will include "Three Noels" by Louis Claude d'Aquin; "Parable" 
by Vincent Persichetti; c£sar Franck's "Choral in E major;" Two Chorales, "Lo, 
how a rose e'er blooming," and "From heaven above to earth I come" by Lionel Rogg; 
and closing with "Toccata and Fugue in F major" by Johann Sebastian Bach. 


ADMISSION IS FREE TO THIS PROGRAM AND THE PUBLIC IS INVITED 


